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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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AMENDMENT NO. 1 FEBRUARY 1979 
TO 
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A lteration 

[Pagm 5, clause 2.1))- Substitute the 
following tor the existing clause: 

•1.1 This standard lays down requirements for 
mild steel hold fasts for use with wooden door 
and window frames • ' 
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Indian Standard 

SPECIFICATION FOR 
HOLD FAST 

0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institution 
on 25 January 1 974, after the draft finalized by the Builder's Hardware 
Sectional Committee had been approved by the Civil Engineering Division 
Council. 

0.2 For the installation of door and window frames at the required place, 
hold fasts are provided on either side of the frames to anchor them in 
position. Hold fasts are manufactured in the country extensively and this 
standard is being issued to cover their basic requirements. 

0.3 In the formulation of this standard due weightage has been given to 
international co-ordination among the standards and practices prevailing in 
different countries in addition to relating it to the practices in the field in 
this country. 

0.4 This standard is one of a series of Indian Standards on builder's hard- 
ware. Other standards published so far in the series are given at P 6. 

0.5 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, expressing 
the result of a lest or analysis, shall be rounded off in accordance with 
IS : 2-1960*. The number of significant places regained in the rounded off 
value should be the same as that of the specified value in this standard. 



1. SCOPE 

1.1 This standard lays down requirements for mild steel hold fasts. 

2. MATERIAL 

2.1 Mild Steel Flats — Mild steel flats shall conform to IS : 1731-19711. 

3. SEZE AND DIMENSIONS 

3.1 The size and dimensions for 4 the hold fast shall be as given in Fig. 1. 

♦Rule* for rounding off numerical values ( rtvistd ). 

t Dimensions for steel flats for itructural and genera! engineering purposes {first rmsion ), 
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All dimension* in millimetre. 
Fio. 1 Mild Steel Hold Fast 

4. MANUFACTURE 

4.1 The hold fasts shall be made from mild steel flats not lest than 5 mm 
thick and without any burn or dents. 

5. FINISH 

5.1 Hold fasts shall be given a coat of bitumen and sanded. 
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6. MARKING 

6.1 Each hold fast shall be clearly and permanently marked with the name 
of the manufacturer or his trade-mark, if any. 

6.1.1 The product may also be marked with Standard mark. 

6.2 The use of the Standard Mark is governed by the provisions of the 
Bureau of Indian Standards Act, 1986 and the Rules and Regulations made 
thereunder. The details of conditions under which the licence for the use of 
Standard Mark may be granted to manufacturers or producers may be obtained 
from the Bureau of Indian Standards. 
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